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£3 RE: Website 


From 

To 

Cc 


Kraft, Emily 
'Julie Ball' 


Date Thursday, January 26, 2017 3:16 PM 
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Hi Julie - 

I had the same issue myself at first. If you click the link below it will take you to the login site, but 
when it loads, it also modifies the URL in the address bar. The modified URL will not work as a 
bookmark, but if you update your bookmark to match this URL in your browser's bookmark manager, 
it should fix the problem. 
https://appsl.mo.gov/Alternatives/ 


Emily Kraft 

Alternatives to Abortion Program Manager 
Truman Building, Room 430 
Jefferson City, MO 65102 
Phone: (573) 522-0003 


From: Julie Ball [mailto:Julie.ball@mbch.org] 

Sent: Thursday, January 26, 2017 3:10 PM 
To: Kraft, Emily 
Subject: Website 

I went to my bookmark for the new A2A website and it is saying the page isn't there.... Unfortunately, 
I didn't write the actual site down. Can you please send me a link for the new database? 

Thanks and sorry! 

Julie Ball, LMSW 

Program Director 
The LIGHT House 
PO Box 22553 

Kansas City, Missouri 64113 

Office: 816-361-2233 | Cell: 913-669-7683 

www.lighthousekc.org 
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